Harvard University, 


Cambridge,November 29th,1889. 


Dear Dr. Watson., - 

I return the title page with two suggestions. Is all date 
omitted from this page on purpose? I do not myself like that practice. It 
seems to me fair that every title should be dated. 


Very truly yours, 
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Dr. Sereno Watson. 




